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IN  THIS  BOOKLET  AKE  SHOWN  a  few  representative 
pieces  of  our  display  of  reproductions  of  Colonial  and 
Early  English  andirons,  fire  tools,  grates  and  other 
fireplace  accessories. 

Although  much  care  has  been  taken  in  the  photographing  and 
printing  of  these  illustrations,  they  do  not  do  justice  to  the  charm 
of  detail  and  excellence  of  workmanship  that  is  possessed  by  the 
originals. 

We  would  be  pleased  to  have  you  call  at  our  studio  for  a  close 
inspection  of  these  pieces,  and  also  of  our  exhibit  of  reproductions 
of  Colonial  and  early  English  Mantelpieces. 

ARNOLD  ^  NORTH,  Inc., 

124  East  41st  Street, 

New  York. 


GRATE  No.  22 


An  Early  English  wrought  iron  basket  grate  having  brass  ornaments  on  end  posts. 
The  grate  bottom  is  removable,  and  it  can  be  used  both  for  coal  and  wood. 


ANDIRONS  No.  13 
2'  6"  high 


Interesting  and  beautifully  executed  examples 
of  the  wrought  iron  andirons  found  in 
the  country  districts  of  England. 


ANDIRONS  No.  27. 
2'  0"  high,  bar  2'  6"  long 


ANDIRONS  No.  11 
1'  3^"  high 


ANDIRONS  No.  29 
1'  8i"  high 


Andirons  No.  1 1  — Another  example  of  the  quaint  devising  of  the  Early  English 
blacksmith.  They  are  forged  in  iron,  and  the  balls  on  top  are  of  brass. 
Andirons  No.  29 — This  is  an  excellent  pair  of  brass  steepletopped  Colonial  andirons. 


ANDIRONS  No.  25  ANDIRONS  No.  24 

181^"  high  20"  high 


Andirons  No.  25  are  an  interesting  pair  of  Colonial  andirons,  having  delicately 
executed  spindles  and  urns  of  solid  brass  with  rather  unusual  feet  of 
wrought  iron. 

Andirons  No.  24  are  cast  brass  Colonial  andirons.  The  ones  shown  are  antique. 


ANDIRONS  No.  26 
15"  high 


ANDIRONS  No.  6 
14i"  high 


Andirons  No.  26  are  small  Colonial  andirons  such  as  are  occasionally  found  in 
New  England  and  Long  Island.  The  tops  are  of  solid  brass,  and  the  shaft 
and  legs  are  of  wrought  iron. 

Andirons  No.  6  are  such  as  are  found  in  Hampton  Court  Palace.  The  tops  are 
of  solid  brass,  the  shafts  are  of  wrought  iron,  and  the  feet,  which  are  formed 
as  oak  leaves,  are  also  wrought  of  iron.  These  andirons  are  in  the  style  of 
Wren  and  are  suitable  for  a  fireplace  of  that  style,  having  the  bolection 
moulding. 


Andirons  No.  32  are  small  Colonial  brass  andirons  similar  to  No.  24. 

The  simple  quaint  shaft  and  feet  of  andirons  No.  19  have  great  charm.  They 
are  of  wrought  iron  and  the  urn  at  the  top  is  of  brass. 


ANDIRONS  No.  19 
21"  high 


ANDIRONS  No.  32 
17"  high 


FIRE  TOOLS  No.  11 
2'  7"  high 


FIRE  TOOLS  No.  6 
2’  6”  high 


FIRE  TOOLS  No.  7 
2'  3"  high 


Fire  tools  No.  1 1  are  of  wrought  iron,  Early  English  in  style,  and  are  suitable  for 
use  with  such  andirons  as  Nos.  13  and  27,  or  grate  No.  22. 

Fire  tools  No.  6  are  of  polished  steel,  having  brass  handles,  but  they  can  be  made 
in  either  brass  or  steel.  Fire  tools  No.  7  are  of  wrought  iron. 


I 
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GRATE  No  18 

Overall  sizes,  2'  11"  wide  x  2'  8"  high  x  12"  deep 


This  register  grate  is  of  polished  steel  with  cast  iron  linings,  and  wrought  iron 
grate  bottom. 


COAL  HOD  No.  17 


GRATE  No.  19 
1'  8"  high 


The  coal  hod  is  of  polished  steel.  The  Early  English  basket  grate  is  of  wrought  iron. 
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Andirons  32  . 
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